mRNA-1273 and BNT162b2 effectiveness in prevention of infection- comparison from the Mayo Clinic. "estimates of effectiveness against infection (86% and 76%) were lower than .. we previously observed in the Mayo Clinic Health System.. (mRNA1273: 93.3%; BNT162b2: 86.1%).